The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL, L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN 8IGBY. MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



07/07/2011 


Tara Cappola 

Assistant District Attorney, Plymouth County 


Dear ADA Cappola, 


Enclosed is the infonnation you requested in regards to Commonwealth vs. 
Inc luded are copies of the following: 



1. Cuniculum Vitae for Amiie Dooklian and Peter Piro 

2. Dnig Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Peter Piro was the confmnatory chemist and analyzed the GC/MS data for this 
sample, 

If you have any questions about these materials, please call me at the number below. 


Sincerely 



Annie Dookhan 
Chemist II 
Dnig Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

^Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 

♦ Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst 1.11. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations, 

GC and GC/MS courses with Agilent Technologies and Restek, 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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’ Curriculum Vitae 

Peter Piro 

■education 

Boston Unversity 

B.A. in Chemistry and Minor in Biology, 1989 
HONORS 

Magna Cum Laude, 3.6 GPA 
Graduated with Distinction in Chemistry 
Valedictorian of the Chemistry Department 

■ EXPERIENCE 

Department of Public Healtb/State Laboratory Institute 

Chemist III, II, 1/ Assistant Analyst ■ December 1991'Prcsent 

Supervise the operation and maintenance of the Gas Chromatography/Mass 
Spectrometry Laboratory. Analyze controlled substances for State and Federal law 
enforcement agencies. Qualified as ah expert witness in Massachusetts courts and 
U.S. District Court, 

. 

lylassachusetts Health Re.se.arch Institute 

I Laboratofy'Technician September 1990-December 1991 

Researched the seasonal and special occurrences of DSP and PSP in shellfish 
samples harvested from coastal waters and Georges Bank. ^ 

l' TRAINING AND ORGANIZATIONS 

* Completed a six-week training course by senior staff within the Department of Public 
Health Drug Analysis laboratory'. 

* Appointed Assistant Analyst by the Assistant-Commissioner of Public Health in , 
February 1991. 

I * Elected as a Regular Member to the Northeastern Association of Forensic Chemists on 
October 27"’1995. . , 

* Completed training in Mass Spectrometry given by the Food and Drug 
I Administration/Forensic Chemistry Center on November 2002. 

* Completed training in Mass Spectrometry Troubleshooting and Maintenance, October 
25'" 2002, at Agilent Technologies. . 

1 * Notary Public since 1993. 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 



To be completed by Submitter 

Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 


// A- 









PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-662S 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 
8t00-11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department:, _ Police Reference No.:j 

Name and Rank of Submitting Officer; 



To be completed by Submitter 
Description of Items Submitted 


0 


To be completed by Lab Personnel 
Gross Weight Lab Number 









Date Analyzed: ^ 

City: Bridgewater Police Dept. 

Officer: Detective CHRISTOPHER SHAW 


Amount: 4-450:©' 

No. Cont: 18 Cont: pc 

Date Rec’d: 05/25/2010 
Gross Wt: 855.00 


Prelim: 


2> 


Subst: TAB 

No. Analyzed: 2.4.1 

Net Weight: 


# Tests; 


IS. I o 

^ ^ of' 


Findings 




No. Date Anaiyzed: ^ ''(l) 

City; Bridgewater Police Dept. 

Officer: Detective CHRISTOPHER SHAW 


Amount: 493210 
No. Cont: 21 Cont: pc 

Date Rec'd: 05/25/2010 
Gross Wt.; 985.00 


Prelim; (9>^^eocVovG. 

6 


Subst; TAB 


No. Analyzed: 
Net Weight 


# Tests 


‘5’ b ^ \ 

locv^ 




Findings: 



City Bridgewater Police Dept. 

Officer: Detective CHRISTOPHER SHAW 


Date Analyzed; 


Amount; 3^ ^ 


No. Cont; 


Cont: pb 


Date Rec'd; 05/25/2010 
Gross Wt.: 151.40 


Prelim; 


Subst; TAB 

No. Analyzed: 

Net Weight; no. 

# Teste. 

P.?A 


Findings; 
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DRUG POWDER ANALYSIS FORM 



No. of samples tested: 


AGENCY - ANALYST 

-- - 

Evidence Wt 




PHYSICAL DESCRIPTION: 

x-N. V ^ ^ C- 



GrossWt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: ^a(s .2- 


XTQl 


OjXCx' 




PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis __ 

Froehde's_ 

Mecke's 


Mlcrocrvstalline Tests 
Gold 

Chloride_ 

TLTA ( )_ 

OTHER TESTS 

ry\(.Aor«\on Xr’. 


PRELIMINARY TEST RESULTS 

results 

DATE 


GC/MS CONFIRMATORY TEST 
results O^JocLt'^ijP 
MS 

OPERATOR _ 

DATE h-~\-\0 


Revised 7/2005 
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rr\^o 


Sample it: 



it samples tested: 


« 

Gross 

Weight 

Packet Weight 

Nat 

Weight 

# 

Gross 

Weight 

Packet Weight • 

Net 

Weight 

1 



o.oqq^^ 

26 




2 



<0.0 

27 

X r 

Osoq.b 


3 



0 . 1 O M 

28 

X ' 

O lOOS 


4 



o, \o\0 

29 




5 



O . \00S' 

30 




6 




31 




7 




32 




8 




33 

X ~ 

O. (32.^0 


9 



n ■ ' 4 

34 

X ' 

0. \xsS 


10 



0 - 1 

35 




11 



0. t 

36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




23 




48 




24 




49 




25 




50 



1_ 

Calculations; 

0 '\OOS-V ^ - o/ 2. - 0 . WS \ 

S2_b. 2- / 0 - \ \ 2> \ 

/-/6 5 2. 
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MICROMEDEX® Healthcare Series ; POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 

Regulatory-Status; Schedule I! 

Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients; Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability; United States 
Available-Container-Size; Bottle of 100 


Contact: Covidien Mallinckrodt 


Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 


Alt Imprints; M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 


Form: Oral Tablet 


Color; Light Blue 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


A A/T/TfllA 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 

Also known as Oxycodone HCI 

Regulatory'Status: Schedule II 

Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrale) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Slardi Glycolaie 
Stearic Acid 
Starch, Corn 

Availability & Manufacturing 

Availability: United States 

Avatlable-Container-Sizes: Bottle of 100; 10X10 
Contact: ActavisTotowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers; NDC 52152-215-02 
NDC 52152-215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


1.^...//-*1. n rOi-T 'la'Ailllt A r1 /t^'F "Pl-intT? A/7/7n 1 n 
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DRUG POWDER ANALYSIS FORM 


SAMPLE if 



AGENCY ^C-Vr 


ANALYST 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

^ 'C)\X,4XL Njt-v 

V'> ^ c. 



Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt; 5b%.\ 


\o 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


MIcrocrvstaHIne Tests 
Gold 

Chloride _ 

TLTAX_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS O^coc'^c K/ ? 
DATE b-2--iO 


GC/MS CONFIRMATORY TEST 

RESULTS-Ox^f OAfl_ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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_#_ 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 



o . v.D.'ss.b. 

26 




2 



LOoS 

27 

K - 

0■SOb^ 


3 



n ■ o 

28 

A r 

O' \Ol2. 


4 



O' \z_ 

29 




5 



O. Ion 

30 




6 




31 




7 



O’ ^^^43 

32 




8 



n . ^ 

33 

x- 



9 



O' \ ZM~) 

34 


o n -i-M “> 


10 



ft. 1 Iv-A'^ 

35 




11 



£3 .n 1 XiT^ 

36 




12 



/ 

37 




13 




38 




14 




39 


i _ . 


15 




40 




16 




41 




17 




42 




18 




43 




19 


- . - . - 


44 




20 




45 




21 




46 




22 


- 


47 




23 




48 




24 




49 




25 




50 





ICalculattons: 


0.\O\^^ O-i'2-S^ /z _ O.wx^ 


/ o,\\x^ 
^ 6 ‘oa \ 




MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule !1 

Ingredients 

Actfve-lngredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Mlcrocrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
fO&C Blue No. 2 

Availability & Manufacturing 

Availabinty: United States 
Availabie-Container-Size; Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


© 1974- 2010 Thomson Reuters. AW rights reserved. 


/u rtn /I■«A 00/4.7 /on 1 n 
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MICROMEDEX® Healthcare Series : POISINDEX® Document Page 1 of 1 

POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory'Status: 

Ingredients 

Schedule II 

Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 

Excipients: 

Cellulose, Microcrysfalline 

Sodium Starch Giycolate 

Starch, Corn 

Lactose 

Stearic Acid 

FD&C Blue No. 2 

Availability & Manufacturing 

Availability: 

United States 

Available-Container-Size: 

Bottle of 100 

Contact; 

Covidien IVlallinckrodt 

Product ID: 

6594281 

AAPCC Code; 

037706 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acelylsalicyllc Acid) 

Registry Number; 

Physical Description 

NDC 0406-8530-01 

Imprints; 

M “ The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints; 

M30 - The M enclosed In a box is imprinted on one side and 30 above the score is | 

imprinted on the reverse side. 

M30 

Form; 

Oral Tablet 

Color; 

Light Blue 

Shape; 

Circle 

1 

ig) 1974“ 2010 Thomson Reuters- AO rights reservecf- 

1 . ^ > .1 • 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY ^ - 


ANALYST 
Evidence WL 



PHYSICAL DESCRIPTION: 

VtsA v_kJ2_ -cy;) r\<^ -VcCSVtrV 

(AVSo Cor>rV^<-«\£.<D 


Gross Wt{ ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt:_2LO^ 



PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


Mlcrocrystaliine Tests 
Gold 

Chloride_ 

TLTA ( ) _ 

OTHER TESTS 

(YVt) onsvj; rJU>(L 


PRELIMINARY TEST RESULTS 
RESULTS c3^ d _ 

date 


GC/MS CONFIRMATORY TEST 
results O.^(or(r,s^_ 
MS 

OPERATOR ^ _ 

DATE GO-vQ 


Revised 7/2005 
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MICROMEDEX® Healthcare Series ; POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HCi 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Add 
Starch, Com 

Availability & Manufacturing 

Availability; United States 

Available-Container-Sizes: Bottle of 100; 10X10 
Contact: Aclavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-215-02 
NDC 52152-215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://wvtw.thomsonhc.com/hcs/librarian/PFDefaultActionId/Df.PrmtReadv 6/7/9010 
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MICROMEDEX® Healthcare Series ; POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HCI 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 
Starch, Corn 

Availability & Manufacturing 

Availability: United States 

Avaiiable-Container-Sizes: Bottle of 100; 10X10 
Contact: Actavis Totowa 
Product ID; 6527175 

AAPCC Code; 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-216-02 
NDC 52152-215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

imprint; A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


-/I.--/in..—A/T/DOIO 
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Area Percent / Library Search Report 




Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722105.D 

P.PIRO 

4 Jun 2010 11:56 

BLANK 

1 

DRUGS 

RTE 


Abundance TIC; 722lb5.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


722105.D Wed Jun 29 14:31:51 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F;\Q2-2010\Systein6\06_04_10\722106.D 

Operator 

P.PIRO 

Date Acquired 

4 Jun 2010 12:09 

Sample Name 

OXYCODONE STD 

Submitted by 


Vial Number 

6 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance 


TIC: 722106.D\data.ms 
5i69 


1000000 


600000 


0 ^-rj i i I I j I i i r-] 1 i t M I i < I [ M i I f I - T-T 1 j I I M I i’ iT"r I T" | " ! "r y I ^ J I I 1 M -rpi I t i I I T -fl I I I [ i ^ I 'l’|-| I I 

T ime- > 2.00 2.6P^ ..3.00__ 3.k 4.00 4.50 5.00 5 .50 6^00_6.50 7. 00 7.5 0 8.00_8^60 9. 00 9.5 0 


Ret. Time 

Area 

Area % 

Ratio % 

5,659 

1903222 

100.00 

100.00 


722106.D Wed Jun 29 14:31:55 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q2-2010\System6\06 04 10\722i06.D 

Operator 

P.PIRO 

Date Acquired 

4 Jun 2010 12:09 

Sample Name 

OXYCODONE STD 

Submitted by 


Vial Number 

6 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search 

Libraries: C r\Database\SLI.L 

Minimum Quality: 80 



C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

5.66 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 99 



Oxycodone 

000076-42-6 99 



Oxycodone 

000076-42-6 99 


Abundance 

80 

60 

40 

20 


Average of 5.611 to 5.786 min.: 722106.D\data.ms (-; 

3 


230 


42 


70 




115 


91 




201 


272286 


300 


329343 371 


40e 


m/z-*> 40 60 80 100 120 140 160 180 200 220 240 260 280. 300 320 _3^ 360 380 _ 400 


Abundance 


80 


60 


40 


20 


0 


#148098: Oxycodone 


3i5 


230 


70 


44 


115 140 


84 96 


187 


201 


161 


,H n.LLi . 

-r'T- r - |"V I I r7T"n -‘T y i r i i j‘i > rh'| Vfrv ] i i i i j i i l ‘i 


215 


UU 


258 




244 272286300 


ni/z.-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


722106 .D 


Wed Jun 29 14:31:56 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\0€_04__10\722108 ,D 
P.PIRO 

4 Jun 2010 12:34 

BLANK 
ASD 
1 

DRUGS 

RTF 


Abundance TfC: 722108.DVdata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


722108.D Wed Jun 29 14:32:23 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Filei 

File Name : Ft\Q2-2010\System6\06_04_10\722109.D 

P.PIRO 

4 Jun 2010 12:47 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

9 

DRUGS 

RTE 


Abunciance 

3000000 

2000000 

1000000 


3,274 3.966 


TIC: 722109,D\data.ms 
6i69 


r-[-r-r-r-inrT-rT-i^ T‘<-r-r ,'T-rV^ i i r i | , r- TT | v -r i , pi* iT i j i i r - t | i , i i ] i r r i | r i i , [■■i -v i ry i , i ' i | i , i i | ,"v i i | 

Time-> 2,00 2.50 3.00 3.50 4.00 4,60 5.00 6.50 6.00 6.60 7.00 7.50 8.00 8.60 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio 

3.274 

265924 

3.84 

4,14 

3.966 

■ 233554 

3.37 

3,64 

5.669 

6422837 

92.78 

100,00 


722109.D 


Wed Jun 29 14:32:27 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integra toi' 


F:\Q2-2010\System6\06_04_10\722109.D 
P.PIRO 

4 Jun 2010 12:47 


ASD 

9 

DRUGS 

RTE 


Search 

Libraries: C;\Database\SLI.L 

C:\Database\NIST0 8.L 

C;\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: BO 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.27 C:\Database\NIST08.L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

95 


Abundance 

80 

60 

40 

20 


43 


60 Tb 


Average of 3.237 to 3.369 mm.: 722109.O\data.ms (-) 


ifiy 


129 


95 97 


115 


143 


167 171 213 


165 


199 


256 
227239 [ 


281 


•-y^T'yT^ r - rY --|; 't n' r''j'i V' i ^ l ' y - m g i M i j r‘)- T'h-i--rY~ri [ i t ] i ri-f p rr i } i-r-T'-r-j i ri - 

m/z-*> 40 60 80 100 120 140 160 180 200 220 240 260 280_ 300 320__340 


357 


Abundance 

80 

60 

40 

20 

0 


#102726: n^Hexadecanoic add 


60 73 


43 


129 


85 


97 


1.15 

111. 


143 


171 185 


213 266 

199 I 227^39 


m/z--> 


rY Y -j t- rT i' j ' tY i I r t - 'i I ^ rT I > 'i-r -r - y i i i ii i > “i f i i p i f » i f 7"y-T-T-T-r] i i t ry- 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


722109,D Wed Jun 29 14:32:27 2011 Page 2 


Folk_OIG_PRR_046153 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2"2010\System6\06_04_10\722109.D 
P.PIRO 

4 Jun 2010 12;47 

ASD 

9 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08 * L 
C:\Database\PMW TOX2,L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


C;\Database\NIST08.L 
Octadecanoic acid 
Octadecanoic acid 
Octadecanoic acid 


000057-11-4 99 
000057-11-4 99 
000057-11-4 96 


Abundance 


Average of 3.935 to 4.057 min.: 722109.D\data,ms (-) 


241 284 


q 1, . , i|| ^ 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 


. ,71 


#124660: Octadecanoic acid 


241 284 


J, , 167 , 207, 


0 I Vy (‘] ! Ip Ji I I I i t J) 11 I I I H I ^1 } I I I ' m ; [ I ^ ■1rr yT - T t j [- f t i i } i -r r - rp i i 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


722109.D 


Wed Jun 29 14:32:27 2011 


Page 3 


Folk OIG PRR 046154 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06_04_10\7221.09 .D 
P. PIRO 

4 Jun 2010 12:47 


ASD 

9 

DRUGS 

RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality; 80 


C;\Database\NIST08.L 

C:\Database\PMW_T0X2.L 

Minimum Quality: 80 

PK# 

RT Library/ID 

CAS# Qual 

3 

5.67 C:\Database\NIST08.L 



Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 


Abundance 

80 

60 

40 

20 


42 




Average of 5.616 to 5,844 min.; 722l69.DVda(a.ms (-) 


315 


230 


70 

98 

A .i:k i I ii I i:i I 


116 


140 


201 


169 


hi 




'if 

216 

1 ii 

258 



yk 

Uu 

1,1 !| 273 i 

1 i 'TT-r-ri i 1 j‘M rf^VT-rlr-rr 

331 355 

rrrTJ-TT^ TxrrTTTT 

40^ 


nn/z-:> , 20_ 4g_ 60 80_ 101 120 14^ 160^.. 220_ 240_ 260_ 280_ 30O2P_.340_360_^ 


Abundance 

80 

60 

40 

20 

0 

m/z-> 


#148099: Oxycodone 


230 


42 


27 

'h 


70 

A 


115 


98 

JUjUL 


140 


201 


159 


185 

I 1 


258 


M- 


' 300 


-rf i I yy t‘vr| -n ^ n i rri < »j-rr-i > [ti t ■ |-tt 

20 40 60 80 .100 120 140 , ,1.60 1,80 200 220 240 26,0 280 30.0 32,0 340 360 380 40p_ 


722109.D Wed Jun 29 14:32:28 2011 Page 4 


Folk_OIG_PRR_046155 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator j 
Date Acquired i 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\O2-2010\System6\06_04_10\722111.D 
P,PIRO 

4 Jun 2010 13:13 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 722111 ,D\daia.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722111.D Wed Jun 29 14;32;35 2011 


Page 1 


Folk_OIG_PRR_046156 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722112,D 

Operator : P.PIRO 

Date Acquired : 4 Jun 2010 13:25 

Sample Name : 

Submitted by : ASD 
Vial Number : 12 

AcquisitionMe t h: DRUGS 
Integrator ; RTE 


Abundance 

2500000 

2000000 

1500000 

1000000 




Tjme-> 2.00 2.50 3.00 3;50 4,00 4.50 5,00 5.50 6-00_ 6,50 7.0^ 7.50 5*50_ 9 .^50 


Ret, Time 


Area Area % Ratio % 


3,268 164182 3.80 4.08 
3,966 138102 3,20 3.44 
5,664 4019347 93,01 100,00 


722112,D Wed Jun 29 14:32:39 2011 Page 1 


Folk^OIG PRR 046157 







Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q2-2010\System6\06_04_10\722112.D 

Operator : P.PIRO 

Date Acquired : _ 4 Jun 2010 13:25 

Sample Name : 

Submitted by : ASD 

Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C:\Database\PMW T0X2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3,27 

C:\Database\NIST08.L 





n-Kexadecanoic acid 

000057-10-3 

99 



n"Hexadecanoic acid 

000057-10-3 

95 



Tridecanoic acid 

000638-53-9 

93 



Abundance #f02726: n-Hexadecanoic acid 



m/z^:> _ 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180^90 200J10 220 230 


722112.D Wed Jun 29 14:32:39 2011 


Page 2 


Folk_OIG_PRR 046158 






Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q2-2010\System6\06_04_10\722112.D 
P,PIRO 

4 Jun 2010 13:25. 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


3.97 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

96 


Abundance 

80 

60 

40 

20 

0 


43 


57 


713 


Average of 3.940 to 4.051 min.: 722112.D\data.ms (-) 


129 


85 97 


115 


1B5 


241 


167 


207 


227 


284 




I »'I' t ' l r V t} f > r-j i‘T-VT-Y~r-T-f~r7~i Vt i ' i - j i r -T--? -j n i > -y-- r T"n t j ~rT--i'x- 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 ,340 


360 


Abundance 

80 

60 

40 

20 


4j3 60 7|3 


#124560: Octacfecanoic acid 


129 


95 


97 


115 


%4 


I 

iS-lVY-T-t-l 


185 


143 171 

i 157 I 


241 284 

,207 227 I 265 


Jr- 


I I ' i ‘i r i fr 'i > t' T ' i y i \ i r ~] ^i 'n i j-rr i i i tt > ' 'i t i j' t i i- i ^ r~ r 'i i y i i rr- 

nV 2 -> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


722112 .D 


Wed Jun 29 14:32:39 2011 Page 3 


Folk_OIG_PRR_046159 







Area Percent / Library Search Report 


Information from Data Pile: 

File Name : P:\Q2-2010\System6\06_04_10\722112.D 

Operator : P,PIRO 

Date Acquired ; 4 Jun 2010 13:25 

Sample Name : 

Submitted by : ASD 
Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


3 5,66 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Minimum Quality; 80 
Minimum Quality: 80 



722112,D Vied Jun 29 14:32:40 2011 Page 4 


Folk_OIG_PRR 046160 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by t 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2~2010\System6\06_04_10\722114,D 
P.PIRO 

4 Jun 2010 13:51 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance tiC: 722114.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722114.D Wed Jun 29 14:32:47 2011 Page 1 


Folk_OIG_PRR_046161 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2 010\System6\06__04_10\722115 .D 
P.PIRO 

4 Jun 2010 14;03 



Abundance 

2000000 ] 


TIC: 722115.D\dala.ms 
6459 


1500000 


1000000 

600000 

3.268 

0 ^ I » I- 1 I f > I I I I I I ! I i M i I I I I r I T j S r-T -T"yfT - v j-T- TTH ] I I ( ; I M < f r r T - i | i i i t [ i t } i | *' | 

2,00 2.60 3.00 3.50 4.00 4,50 5.00 6.50 6.00 6.50 7. 00 7.5 0.8.00 8.50 _?,0p_ 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.268 

120866 

3.37 

3.49 

5,659 

3463751 

96.63 

100.00 


722115.D Wed Jun 29 14:32:52 2011 Page 1 


Folk OIG PRR 046162 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q2-2010\System6\06_04__10\7221I5 .D 
P.PIRO 

4 Jun 2010 14:03 


ASD 

15 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI*L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 

3.27 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

95 



Tridecanoic acid 

000638-53-9 

90 




722115.D 


Wed Jun 29 14:32:52 2011 


Page 2 


Folk_OIG_PRR_046163 









Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06_04_10\722115,D 
P.PIRO 

4 Jun 2010 14:03 


ASD 
15 

DRUGS 

RTF 


Search Libraries: C:\Database\SLI.L 


Minimum Quality; 80 



C:\Database\NlST08.L 

Minimum Quality 

: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 

2 5.66 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 6.616 to 5.823 min.: 72211 5.D\data.ms (>) 

-- - 


80 

60 

40 

20 


315 


230 


42 


70 


115 


140 


201 


98 


IS-rp-[ > I ^ l ^ ] ‘^TT■| '’t -pi I r r^ xrr rpnnrr^nrTTTprrrTyrTTTyr^^ 

m/z-> 20 -40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420_440 460. 


i^8^fi 

III jllliiJI 


1 


#T# 


258 




281298 


341 


405 429 


475 


Abundance 

80 

60 

40 


20 


#148099: Oxycodone 


230 


42 


70 


115 


15 


rn/z-> 


20 


Yi-Vt 

40 






98 


140 


201 


,i ,kS4A - ijri 


268 


286 


yt i ^V i iTyv i ’t rf i "n ’ i '|'i u Yj n r- t j 11 h j > rn | n 1 1 j i -r- f i j- n n p t i i ] m i- 'y i 

60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 _ 


722115.D Wed Jun 29 14:32:52 2011 Page 3 


Folk_OIG_PRR_046164 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number i 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q2-2010\System6\06__04_10\722117 .D 
P.PIRO 

4 Jun 2010 14:29 

BLANK 
ASD 
1 

DRUGS 

RTE 



U ! } ' f t i j '■ r I 7 V ; f ; i < f i ? ) t ^ i T"r-7-[-r t i ^ i < t i f t ( r"i i i i i [ t ; i ; | i 

Time-_^^.gp 2.60 3.00 3.50 4.00 4.50 5.00 5.50 _6^0_6,60 7.00 7.50 8.00 8.50 9,00 9*60 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


722117Wed Jun 29 14:33:02 2011 Page 1 


Folk OIG PRR 046165 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2~2010\System6\06_04_10\722118.D 
P,PIRO 

4 Jun 2010 14:42 



Abundance 

3000000 


2000000 


1000000 


TIC: 722118.D\data.nis 



Time-> 2.00 2.60 3.00 3.50 4.00 4.50 5,00 5.50 _6.00_ 6.50_7.00_ 7.50 8,00 8.^0 9,00 9,50 


Ret. Time 


Area Area % Ratio % 


3.274 
3.966 
S.664 


207690 3.78 4.04 

1S4192 2.80 3.00 

5138828 93.42 100.00 


722118.D 


Wed Jun 29 14:33:06 2011 


Page 1 


Folk_OIG_PRR_046166 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2"2010\System6\06_04_10\722118.D 
P.PIRO 

4 Jun 2010 14:42 


ASD 

18 

DRUGS 

RTF 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality; 

: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality; 

: 80 

PK# 

RT Library/ID 

CAStt Qual 

1 

3.27 C:\Database\NIST08.L 




n-Hexadecanoic acid 

000057-10-3 

99 


n-Hexadecanoic acid 

000057-10-3 

99 


n-Hexadecanoic acid 

000057-10-3 

93 


Abundance 


80 100 120 140 160 180 200 So ^240^ 260 280 300" _32oI^34^ 3^ 


Abundance 



Average of 3.231 to 3.353 min.: 722118.D\dala.ms (-) 


129 


116 


157 171 185 
143 I I I >199 


213 


-rrY 




256 


227 
t 239 


268281 


364 


#102726: n-Hexadecanotc add 


129 


115 




143 I 


171 185 


256 


199 227 


V 1|"| r,- i I V',"I v fi I i ri . , r . ,-i ■[ . , /■. ) . 'i ri | i , i . | . i . . , . . , • i i . i i . . i ; | . . , . | r-r 

mlz-> 40 60 80 100 120 140 1 60 180 200 220 240 260 280 300 320 340 _360_^ 


722118.D Wed Jun 29 14:33:06 2011 Page 2 


Folk_OIG_PRR 046167 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\System6\06 04 

_10\722118.D 

Operator 

P, PIRO 


Date Acquired 

4 Jun 2010 14:42 


Sample Name 



Submitted by 

ASD 


Vial Number 

18 


AcquisitionMeth 

DRUGS 


Integrator 

RTF 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C; \Database\PMW_TOX2.Ij 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

2 3.97 C:VDatabase\NIST08.L 



Octadecanoic acid 

000057-11-4 99 


Octadecanoic acid 

000057-11-4 98 


Octadecanoic acid 

000057-11-4 95 


Abundance 


m/z-> 40 

Abundance 


Average of 3.940 to 4.078 min.: 722118.D\dala.ms (-) 





241 

199 213 721 I 255 


284 


T 


rrt 


T" 


327 

'T'-r-rx 


. jeo 180 _ 200 220 _ 240 _260 _280_ 300 _ 320 

#124560: Octadecanoic acid 


120 140 160 


241 

297 227 j 255 

j' l Vv i - f^r-T- V 

200 220 240 260 


284 


. •T- Y ~rT~i r ] 1 ri i } -T-i 

280 300 320 


722118 


Wed Jun 29 14:33:07 2011 


Page 3 


Folk_OIG_PRR_046168 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722118.D 
P.PIRO 

4 Jun 2010 14:42 



Search Libraries: C:\Database\SLl,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 5.66 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Abundance 

80 

60 

40 

20 


#148099: Oxycodone 


42 


70 


115 


98 


3i5 


230 


201 

140 i 

' 157 


m/z*'> 




258 


286 


|15 , I !,. 

l yrnTl I I' i I j t - iT r p -T Tl-^T - m -^- n -T- i -i- r T- n j r rr-fjr 

20 40 60 80 100 120 140 160 180 200 220 240 260 28,0_300 320 340 360 380 40 0 420 440 460 


722118,D Wed Jun 29 14:33:07 2011 Page 4 


Folk OIG PRR 046169 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2"2010\System6\06 
P^PIRO 

4 Jun 2010 15:07 

BLANK 
ASD 
1 

DRUGS 

RTE 


04_10\722120 -D 


Abundance ~ " TrC: 722120.D\data"rriis 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722120,D Wed Jun 29 14:33:16 2011 Page 1 


Folk OIG PRR 046170 











Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2~2010\System6\06_04_10\722121.D 
P.PIRO 

4 Jun 2010 15:20 


ASD 

21 

DRUGS 

RTE 


Abundance 


tfC: 722121.D\dala.ms 


6i64 


2500000 

2000000 

1500000 

1000000 

500000 


Time-> 


2.00 2.50 




3.268 

i-tA-i-t- 


3.966 




L 


-p 




3.50 4.00 4,60 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8,50 




9.50 


Ret. Time 


Area Area % Ratio % 


3.268 
3.966 
5.664 


178711 

140165 

4710789 


3.55 
2.79 
93.66 


3.79 
2.98 
100.00 


722121.D Wed Jun 29 14:33:21 2011 


Page 1 


Folk_OIG_PRR_046171 






Area Percent / Library Search Report 


Information from Data File; 

File Name : F;\Q2-2010\System6\06_04_10\722121,D 

Operator : P.PIRO 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 21 

AcquisitionMeth: DRUGS 
Integrator ; RTE 


^^Ju^20^) 15; 20 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST08,L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 

3.27 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-Kexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

95 


Abundance 

80 

60 

40 

20 

0 


43 


60 7(3 


Average of 3,247 to 3.358 min.: 72212hD\datams (-) 




129 



83 



1 

97 


li 


115 


IvJ 


1 ' 


143 


171 185 


213 


256 


199 


227 

-^-TTT-Fjr 


267 281 

Tyrrrrp 


40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190200 210 220 230 240 250260270 280 


Abundance 


#102726: n-Hexadecano(c acid 



129 


97 


m/z-> 




116 






143 


171 185 


213 


256 


iri'C|V l ir|r i Vl I TTTi- 



40 60 60 70 80 90 100110 120 130 140 150 160 170 180 190 200 210 220 230 240 260 260 270 280 


722121.D Wed Jun 29 14:33:22 2011 Page 2 


Folk_OIG_PRR 046172 













Area Percent / Library Search Report 


Information from Data File: 



Pile Name 

F:\Q2-2010\System6\06 04 

_10\722121.D 


Operator 

P.PIRO 



Date Acquired 

4 Jun 2010 15:20 



Sample Name 




Submitted by 




Vial Number 

21 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries; C;\Database\8LI*L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASfi 

Qual 


2 3*97 C:\Database\NIST08.L 

Octadecanoic acid 
Octadecanoic acid 
Octadecanoic acid 


000057-11-4 99 
000057-11-4 99 
000057-11-4 96 


Abundance 

BO; 

60 

40 

20 


43 


7i3 


Average of 3,929 to 4.035 min.: 722121.D\data.ms (-) 


129 


97 




115 


186 


143157171 


241 


284 


213227 I 255 

T-rrVrT' 1*" m < < ' l j t f "r T"]^ r T-i 


41E 


m/z:-> 40 60 80 100 120 140 .160 180 200 220 240 260 28 0 300 320 _ 34_0__ 360 380 _400 

Abundance 


80 

60 

40 

20 

0 


4(3 57 /G 


#124560: Octadecanoic acid 


129 


m/z-> 


1 ill, i... 

I M n j ' ( -H-rv y i f i VY i i >" | ' i 


97 


116 


186 

143.. 171 I 207 

' SOrUU 






241 

227 I 255 


284 


^ [ I I I r | * ' ' ^ } 


rj-rr 


40 60 60 100 120 140 160 180 200 220 240 260 280 300 320 


' I " ' M " 

340 300 


380 400 


722121.D Wed Jun 29 14:33:22 2011 Page 3 


Folk_OIG_PRR_046173 




















Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\02-2010\System6\06_04_10\722121,D 
P,PIRO 

4 Jun 2010 15:20 



Search Libraries: C;\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 


PK# RT Library/ID 


CAS# Qual 


5.66 C;\Database\NIST08.L 



Oxycodone 

000076“42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 5.611 to 5.844 min.: 72212iD\data.ms (-) 

- 


80 

60 

40 

20 


315 


230 


42 


70 


115 


98 


140 201 
185 

i I I' ji 


258 

i 




i ^y'i V - y ‘ r| ‘ r V i ' V'j 'tr - i fj 't} rrl ' j i ‘ ri > I 'l^rr ' -Y- p - t i I I 11 I I 1 j - r T i I [ " rrTT^ T Ti r p i i i jttt 

m/z^-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


282298 I 331 356 378 403 429 


47C 


Abundance 

80 

60 

40 

20 


#148098: Oxycodone 


230 


70 


44 

i| 


115 140 


98 


201 




258 


' i i^i ' i rvY^r i r ' f rv viyY i i' i y) ' 'r'ivy' ' fVff t' t'V} i* r \ 1 i"r j ' rri 1 j 1 rp-T n j r i-n j rT T- q-r n-i ] i - rT-i- p-T T i ] v t m | ; m i | i 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


W4^ 


286 


722121.D Wed Jun 29 14;33.-23 2011 Page 4 


Folk_OIG_PRR_046174 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SyStem6\06_04_10\722123.D 
P.PIRO 

4 Jun 2010 15:46 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 722123.D\data.ms 



Ret. Time 


Area Area % • Ratio % 


***NO INTEGRATED PEAKS*** 


722123.D 


Wed Jun 29 14:33:31 2011 


Page 1 


Folk OIG PRR 046175 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722124.D 

Operator : P,PIRO 

Date Acquired : 4 J un 2010 15:58 

Sample Name 
Submitted by 
Vial Number : 24 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Abundance 


T!C: 722124.D\dala.ms 



Ttme-> 2.00 2.50 3.00 3.50 4.Q0 4.5 0 5.00 5.50 6.00 6.50 7.0Q 7.50 8.00 8.50 9.00^9.50 


Ret, Time 

Area 

Area % 

Ratio % 

5.659 

3254387 

100.00 

100.00 


722124.D Wed Jun 29 14:33:35 2011 Page 1 

Folk^OIG PRR 046176 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06__04_10\722124 .D 
P.PIRO 

4 Jun 2010 15:58 


ASD 

24 

DRUGS 

RTS 


Search Libraries: 


C:\Database\SLI.L 
C;\Database\NIST08.L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 

CAS# 

Qual 

1 5.66 C:\Database\NIST08,L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 


Average of 5.616 to 5,817 min.: 722t24.D\data.ms (-) 



Abundance 

80 

60 

40 

20 

0 


#148098: Oxycodone 


230 


70 


44 




I 115 140 201 

1 

^1® J 

185 1 

^ k t 4,1 i 




rtWr 


258 

! . 286 1 
I m I l ■l' l i- m I ' h 11 ' 




TXTT-rrrri 


m/Z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 


722124.D Wed Jun 29 14:33:35 2011 Page 2 


Folk_OIG_PRR_046177 









Area Percent / Library Search Report 


Information from Data File: 


File Marne’ 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06_04__10\722126 
P.PIRO 

4 Jun 2010 16:24 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance 


TIC; 72212aD\dala.ms 



1 ^ I r;i 1 i I 


I > <- p I I I j T I I I I T^- r ~T "f I i-r |-p 1 h I i j-i 1 I I |-rrT i j- 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.60 6.00 6,60 7.00 7.60 8.00_ 8,50 ^0.00 9,60 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS-fr** 


722126.D Wed Jun 29 14:33:44 2011 Page 1 


Folk_OIG_PRR 046178 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F: \Q2-2010\System6\06_04__10\722127 .D 
P.PIRO 

4 Jun 2010 16:37 


ASD 

27 

DRUGS 

RTE 


Abundance 


TiC:722127.0\elala,ms 

5^64 


2500000 

2000000 

1500000 

1000000 

500000 


05- 1 ) 

“rx-p-r^T'^ 

V-T-T-T-r-r^i! N ^ 1 i~i-'|"r-T-T"r- 

1 1 t f 1 iV N 1 j 1 i i 1 p < 1 r]-r-T"i T j 1 ^ i t i i-p-T-r-r-]-1 i i i p rT-T'-t 

Time‘->_2.00 

2.60 3,00 

3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8,50 9.00 9.50 _ 

Ret, Time 


Area 

Area % Ratio % 

5,664 


4576081 

100.00 100.00 


722127,D 


Wed Jun 29 14:33:51 2011 


Page 1 


Folk_OIG_PRR 046179 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\System6\06 04 

10\722127.D 

Operator 

P . PIRO 


Date Acquired 

4 Jun 2010 16:37 


Sample Name 



Submitted by 

ASD 


Vial Number 

27 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C :\Database\SLI, L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C t\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


5,66 C;\Database\NIST08,L 




Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 

Abundance 

-- - 

Average of 5.616 to 5.812 min.: 722127.D\data.ms (-) 



ao 

60 

40 

20 


230 


42 


70 


115 


98 

ihlji, 


140 


201 




175! 

iJi 


258 


286 

-rVT 


344 


406 430 461 48( 


^T-TTin i' TTtp-rt Tn t rryi^-rrjT-rn- | I I rrp -1 i p j> i i fjn 

20 40 60 60 1 00 120 1 40 1 60 1 80 200 220 24 0 260 280 30 0 320 340 360 380 400 420 440 4 60 


Abundance 

80 

60 

40 

20 


16 

0^- 


m/z-> 


42 


70 


115 


T^f 


140 






176 


#148099: Oxycodone 


201 




315 


230 


258 


i ^ I . 286 ! 

Yi f ' VtTj" r "rI j '' n^ T T ‘ ' i 'r' p v' i Tp f r r ii*i ' \ j i °} ~r]'i i ("r ¥'[ i i v t j i iT" r ]-T ^ i i y i ^ i i"p ~F i j p t »i -yf T i i ^ r rrrp 

20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


722127.D Wed jun 29 14:33:51 2011 


Page 2 


Folk_OIG_PRR_046180 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; F: \Q2-2010\System6\06_04__10\722129 ,D 

Operator ; P.PIRO 

Date Acquired ; 4 Jun 2010 17:02 

Sample Name : BLANK 

Submitted by ; ASD 

Vial Number : 1 

AcquisitionMe t h: DRUGS 

Integrator ; RTE 


Abundance T!C: 722129*0\data.ms 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 


722129, D V?ed Jun 29 14:33:59 2011 Page 1 


Folk OIG PRR 046181 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722130.D 

Operator : P.PIRO 

Date Acquired : 4 Jun 2010 17:15 

Sample Name : 

Submitted by : ASD 
Vial Number : 30 

AcquisitionMeth: DRUGS 
Integrator : RTF 


Abundance TIC: 722130,D\dala.ms 

260000oj 
■ 2000000 
1600000 
1000000 
500000 

0 i ) pi-r" f-1 I t T ^ I -p-r- T I I ' ' i T- y 'T- 

Time->_ 2m ^50 J3.00_ 3,50 4.00 ,4^0 


Ret. Time 

Area 

Area % 

Ratio % 


5.664 

4109523 

100,00 

100.00 




6.00_ 5.50 6,00 6_.60 1,00 __7.60_ 8.00_ 8,50 9,00 _9.50 


722130.D Wed Jun 29 14:34:11 2011 Page 1 


Folk_OIG_PRR 046182 




Area Percent / Library Search Report 


Information from Data File: 

File Name : Ft \Q2-2010\System6\06_04__10\722130 ,D 

Operator ; P.PIRO 

Date Acquired 
Sample Name 
Submitted by : ASD 
Vial Number ; 30 

AcquisitionMe th: DRUGS 
Integrator t RTE 


4 Jun 2010 17:15 


Search Libraries: 


PK# 


RT 


: C;\Databaae\SLI.L 

Minimum Quality 

80 

C:\Database\NIST08.L 

Minimum Quality 

80 

C:\Database\PMW_TOX2.L 



Library/ID 

CAS# Qual 

h\Database\NIST08.L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Average of 6.611 to 5.817 min.: 722130.D\dala.ms (-) 

. 


5,66 


Abundance 

80 

60 

40 

20 

0 


42 


3 


230 


70 


115 


u 


98 


140 


201 


J j I 1 rr ]'i: ' ,‘l i HP i Wi 'FfVr/f Vri’f i jH- ftV j I ^ ; tt i j i rrryT'i ^ i p-1 ^ i -rTT 

m/2-> 20 40 60 80 100 120 140 160 180 200 220 240 .260 280 300 320 340 360 380 400 420_440 


167 

J 


176 


!| 


258 




286 


332 356 389406 435 46 ^ 



722130.D 


Wed Jun 29 14:34:11 2011 


Page 2 


Folk_OIG_PRR_046183 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator* 


F:\Q2-2010\System6\06_04_10\722132,D 
P.PIRO 

4 Jun 2010 17:40 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret, Time 


Area Area % Ratio %• 


INTEGRATED PEAKS 


722132.D Wed Jun 29 14:34:17 2011 Page 1 


Folk_OIG_PRR_046184 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722133.D 

Operator : P.PIRO 

Date Acquired ; 17:53 

Sample Name : 

Submitted by : ASD 

Vial Number ; 33 

AcquisitionMeth; DRUGS 
Integrator ; RTE 




TIC: 722133.D\dala.ms 
5^64 


2000000 


1000000 


0 




r-rn 


-T"T'T' I J J 

Time-> 2,00 2.50 3.00 3.60 4.00 4.50 5.00 


-P 




nr 


5.50 6.00 6.50 7.00 7.50 8.00 


8.50 9,00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

5,664 

4699570 

100,00 

100.00 


722133.D Wed Jun 29 14:34:21 2011 Page 1 


Folk OIG PRR 046185 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q2-2010\System6\06_04__10\722133 .D 

Operator : P.PIRO 

Date Acquired : 4 Jun 2010 17:B3 

Sample Name : 

Submitted by : ASD 
Vial Number : 33 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI,L 

Minimum Quality: 

: 80 



C:\Database\NIST08.L 
C:\Database\PMW_T0X2 .L 

Minimum Quality; 

: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

5.66 

C:\Database\NIST08.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076^42-6 

99 



Oxycodone 

000076-42-6 

99 


Abundance Average of 5,616 to 5.612 min.: 722133.D\data.ms (~) 

I 3i5 



Abundance #148099:0>fycocione 



722133.D Wed Jun 29 14:34:22 2011 Page 2 

Folk OIG PRR 046186 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

P:\Q2-2010\System6\06_04_10\722135.D 

P.PIRO 

4 Jun 2010 18:19 

BLANK 
ASD 
1 

DRUGS 

RTE 



Time-> 2.00 2.50 3,00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722135.D Wed Jun 29 14:34:29 2011 


Page 1 


Folk OIG PRR 046187 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722136.D 

Operator ; P.PIRO 

Date Acquired ; 4 Jun 2010_18:31 

Sample Name 
Submitted by 
Vial Number : 36 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Abundance 

3000000 


2000000 


1000000 


0 

T!me-> 2,00 2.50 3,00 3.50 4,00 4,50 5.00 5.50 6.00 6.60 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


5.664 

5187489 

100.00 

100.00 



722136, D VJed Jun 29 14:34:34 2011 Page 1 

Folk OIG PRR 046188 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06___04_10\722136.D 

operator : P.PIRO 

Date Acquired 
Sample Name 
Submitted by 
Vial Numbei* : 3 6 

AcquisitionMeth: DRUGS 
Integrator ; RTE 


:31 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW_T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5,66 

C:\Database\NIST08,L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 


Average of 5.611 to 5.817 min.: 722136.D\cJata.ms (-) 

315 


230 


|42 


70 


116 


.Ji jl 


98 


m/z-' 




140 


201 




ILijiiill 


i"p I I 1 I j 




268 

1 .1 ^ 286 


346362 407 436 


49' 


I ' l t f T 'Y ’TT‘j ' 11 rryrrr T'p- > m [ m it~[ 7 ''F i i | i i i m ^ n 'T' ^r m i [ 11 i f } rxn 


40 60 80 100 120_140 160_180 200 220 240 260 28^ 300 32 0 34 0 360 3^ 400 420 440 460 480 
Abundance #148098: Oxycodone 





I j n -TT'i'r-i-i I I I I I p [ rn r- r y- r rr 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 


722136.D 


Wed Jun 29 14:34:34 2011 


Page 2 


Folk OIG PRR 046189 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator 


Data File: 

F:\Q2-2010\System6\06_04_10\722138.D 

P.PIRO 

4 Jun 2010 18:57 

BLANK 

1 

DRUGS 

RTE 


Abundance .. TIC: 7^38,D\<}ata;ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


722138,D 


Wed Jun 29 14:34:48 2011 


Page 1 


Folk 01G_PRR_046190 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q2~2010\System6\06__04_10\722139 . D 

Operator r P,PlRO 

Date Acquired : 4 Jvm 2010 19:10 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 6 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TIC: 722139.D\data-ms 



Time-> 2.00 2.50 3.00 3.50 4.00 4,60 6.00 5.50 6.00 6.50 7.00 7.60 8.00 6.60 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

5.659 

2029085 

100.00 

100,00 


722139.D Wed Jun 29 14:34:53 2011 Page 1 

Folk OIG_PRR_046191 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F: \Q2-2010\System6\06__04_10\72213 9.D 
P.PIRO 

4 Jun 2010 19:10 

OXYCODONE STD 

6 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

5.66 

C:\Database\NIST08.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 


Average of 5.611 to 5765 min.: 722139.D\data.ms (-) 


230 


44 


70 




115 


84 


140 


illiliUi I, 

•i I V I i' 11 I I ri' i i 


159 


201 
188 I 

175 li 214 


268 


j .j, .,1, Ji 


i I I 272 287^90 


, —' i 329 346 

P' 1 1 ] y- f - r -i r i f ryi T ’V i’j i Vi i-[ 't 1 ri Y '* | i' |‘ n -f i' ^ J r r - i I z r-n 

.^ 60_ 80_100^^^^^ UO 160 1 80 200 220 _240 ^ 2^ 300 320 340 _ 

Abundance #148099: Oxycodone 

80 


60 

40 

20 


230 


42 


16 28 


70 


115 


65 I 84 98 

3. i11 ki. J.. i i i i< A, 1, 


140 187 

15917,3 


201 


215 


258 


.300 


/I il ,1 I 272 286 

I | i'i"i' i j 11 1 i yr i - i p f iT ‘1 1 f I I'i i I i l yi ' } i ‘i f I I' M I i ' l T 7 


r-p ^i i ■ [ t i i 'i | i'i r T-j- T" i 'i i I ' l' i-'i p f i T ‘i 'i ^ i I' t f - r - t- |- '[ i ' > i ‘l"f i I' M | i ' l t i^' l t i ’r^ y rr-r-ry^-T-r- 

m/z-> _ 20... 40^.60 80 100 120 140 160 180 200_..220 240 260 280 300 320 340 


722139.D Wed Jun 29 14:34:54 2011 


Page 2 


Folk OIG_PRR_046192 











Area Percent / Library Search Report 


Information from Data Pile: 


B'ile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722141,D 
P.PIRO 

4 Jun 2010 19:35 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 722141.D\data,ms 



Ret * Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


722141.D Wed Jun 29 14:35:02 2011 Page 1 


Folk OIG_PRR_046193 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2"2010\System6\06_04_10\722142.D 

Operator : P.PIRO 

Date Acquired : ^4Jui^20^0 19:48 

Sample Name : 

Submitted by : ASD 

Vial Number ; 42 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

3000000! 


2000000 



TIC; 722142.DWata.ms 



Time-> 2.00 2,60 3.00 3.50 4.00 4.50 5,00 5,60 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


1 


Ret. Time 

Area 

Area % 

Ratio % 

3,274 

196193 

3,47 

3,69 

3.966 

141465 

2.50 

2.66 

5,669 

5312283 

94,02 

100.00 


722142.D Wed Jun 29 14:35:06 2011 Page 1 


Folk OIG PRR_046194 









Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06__04_10\722142 
P.PIRO 

4 J un 2010 19:48 


ASD 
42 

DRUGS 

RTF 


Search Libraries-. C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID CAS# Qual 


1 3.27 C:\Database\NlST08.L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

95 



Abundance #102726: n-Hexadecanoic acid 



722142.D Wed Jun 29 14:35:06 2011 Page 2 


Folk OIG PRR_046195 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2--2010\System6\06_04__10\722142 
P.PIRO 

4 Jun 2010 19:48 


42 

DRUGS 

RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C: \Database\PMW__TOX2 , L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

3,97 

C:\Database\NIST08.L 





Octadecanoic acid 

000057-11-4 

99 



Octadecanoic acid 

000057-11-4 

97 



Octadecanoic acid 

000057-11-4 

94 


Abundance 

80 

60 

40 

20 

0 


43 


7b 


Average of 3.929 to 4.062 min.: 722142.D\data.m5 (-) 


129 


97 


II 'HP 




185 

I 


157 


213 


241 

I 


284 


I j i . 267 

I 'j ' I }’ f VTrp ' t 1 i ) ' j ■ i' f i |. j n r ^^ P ri- r^-E t t i [ i > ~rT | i j j i [ i i rT| m i f | i rn ~] (" F j < i | » 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 


330 356 390 


46C 


Abundance 


124560: Octadecanoic add 



722142.D Wed Jun 29 14:35:07 2011 


Page 3 


Folk OIG PRR_046196 










Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06_04__10\722142 .D 
P,PIRO 

4 Jun 2010 19:48 


ASD 

42 

DRUGS 

RTE 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST08.L 
C:\Database\PMW_TOX2,L 


Minimum Quality: 80 
Minimum Quality; 80 


PK# RT 

Library/ID 

CAS# 

Qual 

3 5.67 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 5.617 to 5.828 min. 

: 722142,D\data,ms {-) 



80 

60 

40 

20 

0^ 


230 


42 


70 


115 




98 


140 


201 




268 


.281298 


344 370 405 430 


47^ 


I ’ M IT M T p I y f TVyTT fi=^ffT^ Tf rV r 'ff i t | rrr rj ^ - r rT- f Tn-T Tyr Trn-j- r T ^ - rj T ^ - n^ T T - rT 

m/z-> 20 40 60 60 100 120 140 160 180 200 220 240 260 260 300 320 340 360 380 400 420 440 460 


Abundance 

80 

60 

40 

20 

0 


#148099: Oxycodone 


3l5 


230 


42 


15 


i 70 

140 i 


98 

El i ft 





258 

286 


myz-> 


4+r 


" " M ' " M " 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


722142.D 


Wed Jun 29 14:35:07 2011 


Page 4 


Folk OIG PRR 046197 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722144,D 
P.PIRO 

4 Jun 2010 20:13 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC; 722144.D\data.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS**-* 


722144,D Wed Jun 29 14:35:14 2011 Page 1 


Folk OIG PRR 046198 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722145 

Operator : P.PIRO 

Date Acquired ; 4 Jun 2010 20:26 

Sample Name : 

Submitted by : ASD 
Vial Number : 45 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 S.S O 6.00 6,50 7.00 7. 50 8.0 0 8.50 9.00 9,60 


Ret. Time 


Area Area % Ratio % 


3,274 

196356 

3,81 

4,09 

3,966 

162274 

3,15 

3.38 

5.664 

4798480 

93,05 

100.00 


722145.D V7ed Jun 29 14:35:18 2011 


Page 1 


Folk OIG PRR 046199 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722145.D 

Operator : P,PIRO 

Date Acquired : 4 Jun 2010 20:26 

Sample Name : 

Submitted by : ASD 
Vial Number : 45 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C r \Database\PMVJ_TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


1 

3.27 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

99 



Tridecanoic acid 

000638-53-9 

93 



Abunciance #102726: n-Hexadecanotc acrd 



722145.D Wed Jun 29 14:35:18 2011 


Page 2 


Folk OIG PRR 046200 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2-2010\System6\06_04_10\722145.D 
P.PIRO 

4 Jun 2010 20:26 


ASD 

45 

DRUGS 

RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 3.97 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

97 

Octadecanoic 

acid 

000057-11-4 

96 

Octadecanoic 

acid 

000057-11-4 

96 


Abundance Average of 3.840 to 4.093 min.: 722145,D\dala,ms {-} 



Abundance #124558: Octadecanoic acid 



722145.D 


Wed Jun 29 14:35:18 2011 


Page 3 


Folk OIG PRR 046201 












Area Percent / Library Search Repor 


Information from Data File: 

Pile Name : F;\Q2-2010\System6\06_04_10\722145,D 

Operator i P.PIRO 

Date Acquired : 4 Jun 2010 20:26 

Sample Name : 

Submitted by : ASD 
Vial Number : 45 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries; C:\Database\SLl.L 

Minimum Quality; 

: 80 



C:\Database\NIST08.L 

C:\Database\PMW_TOX2 .L 

Minimum Quality; 

; 80 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

5.66 

C;\Database\NIST08.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 




722145.D Wed Jun 29 14:35:19 2011 Page 4 


Folk OIG PRR 046202 















Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F: \Q2-2010\System6\06_04__10\722147 ,D 
P.PIRO 

4 Jun 2010 20:51 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 722147.b\data,ms 



Ret, Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


t 

722147.D Wed Jun 29 14:35:24 2011 Page 1 


Folk OIG PRR_046203 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2-2010\SyStem6\06_04_10\722148.D 
P.PIRO 

4 Jun 2010 21:04 


ASD 

48 

DRUGS 

RTE 


Abundance 

aooooooj 


TIC: 722148.D\data.ms 


2000000 

1000000 : 


3.274 


3.966 


Tjme-> 2.00 


-T-q-T-r 

2.50 




.. 1 t I i 1 , I , r-T-T--f-T-r-- 

3.00 3.50 4.00 4.50 5.QQ 5.50 6,00 6,50 


-p 


-p 


7,00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


3,274 
3,966 
5,669 


237605 

188623 

5420232 


4 . 06 
3.23 
92.71 


4,38 

3.48 

100,00 


722148.D Wed Jun 29 14:35:28 2011 


Page 1 


Folk OIG PRR 046204 










Area Percent / Library Search Report 


Information from Data File: 


File Name 

P;\Q2-2010\System6\06 04 

10\722148.D 

Operator 

P.PIRO 


Date Acquired 

4 Jun 2010 21:04 


Sample Name 



Submitted by 

ASD 


Vial Number 

48 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 3.27 C;\Database\NIST08.L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

93 



Abundance 

80 

60 

40 

20 

0 


#102726: n-Hexadecanoic acid 


6:o 7(3 


43 


129 


97 


115 


iij 


143 


171185 


213 


256 


m/Z”> 


; '^241 . 

I ^ i f T f ^ I F f T I 1'i TT7 T-rr-r 


fn-T'TTTT 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 




722148.D Wed Jun 29 14; 35; 28 2011 Page 2 


Folk OIG PRR 046205 

















Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q2-2010\System6\06_04__10\72214a.D 

Operator : P.PIRO 

Date Acquired : ^^Jur^20^ 21:04 

Sample Name : 

Submitted by : ASD 

Vial Number : 48 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST08,L 
C: \Database\PJ4W_T0X2 , L 

PK# RT Library/ID 


2 3.97 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

97 

Octadecanoic 

acid 

000057-11-4 

96 


Abundance Average of 3.935 to 4,062 min.: 722148.b\data.ms {-) 



722148.D Wed Jun 29 14:35:29 2011 Page 3 


Folk OIG PRR 046206 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722148.D 
P.PIRO 

4 Jun 2010 21:04 


ASD 

48 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NlST08,L 
C:\Database\PMW_T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


3 5,67 C:\Database\NIST08.L 


Oxycodone 

. 000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 


Average of 5.616 to 5.854 min.: 722148.D\data.ms {-) 



300 


331346 

■['TTTT-y'T'rVT'j-n 


409 437 

r]‘T-r‘rT']'T-TTT 


miz ->4060 80 100 120 140 160 180 200220 240 2 60 280 300 320 340 360 380 400420 

Abundance 


80 

60 

40 

20 

0 


#148098: Oxycodone 


315 


230 


70 


44 


115 140 


98 

iJbW 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Uik 


201 


185 


258 


273 


300 


722148.D Wed Jun 29 14:35:29 2011 


Page 4 


Folk OIG PRR 046207 












Area Percent / Library Search Report 


Information from 
File Name j 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q2~2010\System6\06_04_10\722150*D 
P,PIRO 

4 Jun 2010 21:30 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance “ TIC: 722160.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


722150.D Wed Jun 29 14:35:36 2011 


Page 1 


Folk OIG PRR 046208 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722151,D 
P. PIRO 

4 Jun 2010 21:42 


ASD 

51 

DRUGS 

RTE 


Abundance 

3000000 

2000000 

1000000 


TIC: 72215lD\daia.ms 


3-274 3.966 


0 

Time-> 2.00 


r-r-p-^ 

2.60 


r-p-T- 

3.00 


T" 
















3,60 4.00 4.60 6,00 5,60 6,00 6,50 7.00 7.50 8.00 8.60 9.00 9,50 


Ret, Time 


Area Area % Ratio % 


3,274 
3,966 
5,669 


228108 3,86 4,14 

184295 3,12 3.35 

5503809 93.03 100.00 


722151,D Wed Jun 29 14:35:40 2011 


Page l 


Folk OIG PRR 046209 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ft\Q2-2010\System6\06_04_10\722151,D 
P.PIRO 

4 Jun 2010 21:42 


ASD 

51 

DRUGS 

RTE 


Search Libraries: 


C:\Database\SLI,L 
C;\Database\NIST08.L 
C:\Database\PMW_T0X2.L 


Minimum Quality: 80 
Minimum Quality; 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 3.27 C:\Datafoase\NIST08,L 

n-Hexadecanoic acid 000057-10-3 99 
n-Hexadecanoic acid 000057-10-3 99 
Pentadecanoic acid 001002-84-2 87 


Abundance Average of 3.242 to 3.379 min,: 722151 .DWata.ms (-) 



Abundance ’ #102726: mHexadecanoic acid 



722151.D Wed Jun 29 14:35:40 2011 Page 2 


Folk OIG PRR 046210 










Area Percent / Library Search Report 


Information from Data File; 

File Name : F: \Q2-2010\System6\06__04_10\722151 .D 

Operator : P.PIRO 

Date Acquired : 4 Jun 2Q1Q 21:42 

Sample Name : 

Submitted by ; ASD 
Vial Number : SI 
AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C;\Database\NIST08 * L 
C: \Database\PMW__T0X2 , L 

PK# RT Library/ID 


3,97 C:\Database\NIST08,L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

95 



Abuadance #124560: Octadecanoic acid 



CAS# Qual 


Minimum Quality; 80 
Minimum Quality: 80 


722151.D Wed Jun 29 14:35:40 2011 


Page 3 


Folk_OIG PRR 046211 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06__04__10\722151.D 

Operator : P.PIRO 

Date Acquired : 4Jun2010 21:42 

Sample Name : 

Submitted by : 

Vial Number : 51 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 5.67 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 


Abundance Average of 5.611 to 5.823 min.: 722151.D\data.ms (-) 



Abundance #148099: Oxycodone 



722151.D Wed Jun 29 14:35:41 2011 Page 4 


Folk OIG PRR 046212 















Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q2-2010\System6\06_04_10\722153.D 
P. PIRC 

4 Jun 2010 22:08 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 722153.D\data,ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722153.D Wed Jun 29 14:35:50 2011 Page 1 


Folk OIG PRR 046213 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
bate Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2-2010\System6\06_04_10\722154.D 
P.PIRQ 

4 Jun 2010 22:21 

54 

DRUGS 

RTE 


Abundance 

2000000 

1600000 


TIC: 722154.D\data.ins 
5.$59 


1000000 

500000 


Time“> 


3.268 3.961 


.rT-T-r“!TT-T-T-T-p-i^>-r^ ' ’ M 

2.00 2.50 3.00 3.50 4.00 4,60 5,00 5.60 6.00 6.50 


'T-T-y-T- r 'r-T']-T'~ r -i--T~y~T " i "r -r-y-T-- r - r -T } t i i i j t i ^ i ] 

7.0Q 7. 50 8.00 8.50 9,00 9.50 


Ret, Time 


Area Area % Ratio % 


3,268 

3,961 

5.659 


131244 3.51 3,74 

100550 2.69 2.86 

3509729 93.80 100,00 


722154.D Wed Jun 29 14:35:54 2011 


Page l 


Folk OIG PRR 046214 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722154,D 

Operator ; P,PIRO 

Date Acquired : ^^Jur^20^0 22:21 

Sample Name : 

Submitted by : ASD 

Vial Number : 54 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

RT Library/ID 


1 3.27 C;\Database\NIST08.L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecancic 

acid 

000057-10-3 

96 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


Abundance Average of 3.242 to 3.342 min.: 722154.D\data.nri$ (-) 

I 



mlz ->40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


722154.D Wed Jun 29 14;35:54 2011 Page 2 


Folk OIG PRR 046215 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ft\Q2-2010\System6\06_04_10\722154,D 
P. PIRO 

4 Jun 2010 22:21 


ASD 

54 

DRUGS 

RTE 


Search 

Libraries; C:\Database\SLI.L 

Minimum Quality: 80 



C:\Database\NIST08 .h 

Minimum Quality: 80 



C:\Database\PMW_TOX2.L 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

3.96 

C;\Database\NIST08,L 




Octadecanoic acid 

000057-11-4 99 



Octadecanoic acid 

000057-11-4 99 



Octadecanoic acid 

000057-11-4 99 


Abundance 


Average of 3.929 to 4,035 min.: 722154.D\data.ms (-) 



Abundance 

80 

60 

40 

20 

0 


4a 57 /6 




#124560; Octadecanoic acid 


129 


97 


115 


I I 

Ijj 


165 


143^,^171 
] 157 i 


241 


284 


207 


255 


227 

J li I I V/ I I I II f 

1 [ '■ "'* f' '’I'T ‘ i Ji i' , |'i I , i | , , i i | i i , ■ ; . i i I | i m ri-v^'TyTTr-r^- i -rT-r- p -T- r - rp 

m/z-,> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


722154.D Wed Jun 29 14:35:55 2011 Page 3 


Folk OIG PRR 046216 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722154.D 

P.PIRO 

4 Jun 2010 22:21 


ASD 

54 

DRUGS 

RTE 


Search Libraries; C:\Database\SLl.L Minimum Quality; 80 

C;\Database\NIST08,L Minimum Quality; 80 

C; \Database\PM^^_TOX2, L 


PK# RT Library/ID 


CAS# Qual 


3 5.66 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



m/z-> 40 60 80 100 120 140_ 


722154,D Wed Jun 29 14:35:55 2011 Page 4 


Folk OIG PRR 046217 














Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ^ 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th; 
Integrator : 


Data File: 

F:\Q2-2010\SyBtem6\0S_0A_10\l221S6,D 
P.PIRO 

4 Jun 2010 22:46 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 722156.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


722156.D Wed Jun 29 14:36:01 2011 


Page 1 


Folk OIG_PRR_046218 

















Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q2”2010\System6\06_04_10\722157.D 

Operator : P.PIRO 

Date Acquired : 4 Jun 2010 22:59 

Sample Name : 

Submitted by : ASD 
Vial Number : 57 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

2500000 

2000000 

1500000 

1000000 


TIC: 722167.D\data.ms 
5.^64 



Time-> 2.00.2. 50 3.00 3,50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50.6,00 8.50 9. 00 9. 50 


Ret. Time 

Area 

Area % 

Ratio % 

5,664 

4269015 

100.00 

100.00 


722157.D Wed Jun 29 14:36:05 2011 Page 1 


Folk OIG PRR 046219 







Area Percent / Library Search Report 


Information from Data Pile: 

File Name ; F;\Q2-2010\System6\06_04_10\722157.D 

Operator : P.PIRO 

Date Acquired : 22:59 

Sample Name : 

Submitted by : ASD 

Vial Number : 57 

AcquisitionMeth: DRUGS 
Integrator r RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

5.66 

C:\Database\NIST08.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 


Abundance Average of 6.611 to 5.802 min.: 722167.D\ciata.ms (0 

i 



m/z-:> 20___40__ 60 80 1QQ 120 1 40 160 18 0 200 220 240 26 0 2 80 300.320 340 3 60 380 400 


Abundance 


80 

60 

40 

20 




40 60.80 100 120 140 160.180 200 220 240 260.280 300 320 340 360 380 400 


722157,D Wed Jun 29 14:36:06 2011 Page 2 


Folk OIG PRR 046220 













Area Percent / Library Search Report 


Information fron 

n Data File: 

File Name 

F:\Q2-20l6\System6\06 04 10\722159.D 

Operator 

P.PIRO 

Date Acquired 

4 Jun 2010 23:24 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMe t h 

DRUGS 

Integrator 

RTE 

Abundance 

TIC: 722l'6^Wata7ms 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS^** 


722159.D Wed Jun 29 14:36:16 2011 Page 1 


Folk OIG PRR 046221 






ZZZ9V0 ddd 010 >l|Od 


T sSed XXQZ XZ'-9Z-^X 6Z unp P^M Q'O^XZZL 
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Aq poq:;TUiqn^ 

auiHM aXdm^S 

LZ'^ZZ OTOZ ^ ’ pajtxnbDV 0':\^a 

_ __ OHid ‘ d : 

(l'Q9lZZL\0l ^0 90\9Ui9:isAs\0I0^”S0\‘d = aiU^MaXT^ 

■^ITd luoxj uoT^Buiaogui 



qjEodaH qo:ipas A;EB:i:qTq / r^uaDaad 







Area Percent / Library Search Report 


Information fronn Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F: \Q2-2 010\SyStem6\06_04_10\72216 0,D 
P.PIRO 

4 Jun 2010 23:37 


ASD 

60’ 

DRUGS 

RTE 


Search Libraries: G:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


Library/ID 

CAS# 

Qual 

\Database\NIST08,L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

ao 

60 


40 

20 


42 


70 




98 


Average of 5.611 to 5.833 min.: 722160.D\data.ms {-) 


230 


115 


140 




40 


60 


201 


186 






268 


272 


300 


331 365 


40543C 


80 


fYf^-rtrt-ri ’VY'vrrrf'rrrri'Y'i'f ryu ^ ^ rT ‘ j"m ^ Ty^ T- r T y p-t i• -T-) n t rp i i j-j i 

100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 



722160.D Wed Jun 29 14:36:21 2011 Page 2 


Folk OIG PRR 046223 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2 010\System6\06_04__10\722162.D 

Operator : P.PIRO 

Date Acquired : 5 Jun 2010 00:02 

Sample Name ; BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator ; RTF 



Tinie-‘> 2.00 2.50 3,00 3-50 4.00 _4.50 5.00 5.50 6.00 6^ 7.00 7.50 8,00 8.60 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


722162.D Wed Jun 29 14:36:28 2011 Page 1 


Folk OIG PRR_046224 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2~2010\System6\06__04__10\722163 .D 
P.PIRO 

5 Jun 2010 00:15 


ASD 

63 

DRUGS 

RTE 


Abundance 

2000000 

1500000 

1000000 

500000 


OV 


TIC: 722163.D\data.ms 
5i64 




rr^- 


T“ 


"T 


T" 


ry™i 


rr 


T" 




Time-> 2.00 2.50 3.00 3.50 4.00 4.50 6.00 6.50 8.00 6.50 7.00 7.50 B.OO 8.S0 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

5.664 

3751099 

100.00 

100.00 


722163.D Wed Jun 29 14:36:32 2011 


Page l 


Folk OIG PRR 046225 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722163.D 

Operator : P.PIRO 

Date Acquired : ^^Jur^20^0 00:15 

Sample Name : 

Submitted by : ASD 

Vial Number : 63 

AcquisitionMeth: DRUGS 
Integrator : rte 


Search 

Librari 

es: C:\Database\SLI.L 

Minimum Quality: 

: 80 



C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 

; 80 

PU 

RT 

Library/ID 

CAS# Qual 

1 

5.66 

C:\Database\WIST08.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



722163.D Wed Jun 29 14:36:32 2011 Page 2 


Folk OIG PRR 046226 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator t 
Date Acquired : 
Sample Name t 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator 


Data File: 

F:\Q2-2010\System6\0 6_04_10\722165.D 
P.PIRO 

5 Jun 2010 00:41 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 722165,D\dala.m$ 



Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS 


722165.D Wed Jun 29 14;36;39 2011 


Page 1 


Folk_OIG_PRR_046227 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722166,D 
P.PIRO 

5 Jun 2010 00:53 


ASD 

66 

DRUGS 

RTE 




2000000 


1000000 


TiC: 722166.D\dala.ms 
5.(p64 


Time-'> 


0 T I p i I I I j I t ^ I I rr i i "j I I r i ] I I I r - y i i ) i j j* N < p t i i ^ - T - n - r j: » i i i j i i t t i i r r T " | i i > i | ‘ i i i t | i r ~i—j 

2.00 2.50 ^,00 3.5 0 4.00 4.50 5.0p_ 5.60 6,00 6.50 7.0 0 7.50_8.00 SJO 9.00_ 9.60 


Ret, Time 

Area 

Area % 

Ratio % 

5.664 

4784431 

100.00 

100.00 


722166.D Wed Jun 29 14:36:43 2011 Page 1 


Folk_OIG_PRR 046228 














Area Percent / Library Search Report 


Information from Data File: 

File Name ; F; \Q2-2010\System6\06__04__10\722166 , D 

Operator : P.PIRO 

Date Acquired ; 5 Jun 2010 00:53 

Sample Name : 

Submitted by : ASD 
Vial Number : 66 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 

; 80 

PKtt RT 

Library/ID 

CAS# Qual 

1 5.66 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance Average of 5.616 to 5,860 min,: 722166.D\data,ms (-) 

3l5 

80 


60 230 



m/z-> _ 20 40 6p_ 80„ 100 120 140 160 180 200 220 2^2_6p 280 300 32p_3_40 360 380 40pJ2p_440 460 480 



722166.D Wed Jun 29 14:36:43 2011 


Page 2 


Folk_OIG PRR 046229 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06__04_10\722168 .D 
P.PIRO 

5 Jun 2010 1:19 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 722168.D\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722168*D Wed Jun 29 14:36:50 2011 Page 1 


Folk OIG PRR 046230 






Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q2-2010\System6\06_04_10\722169*D 

P.PIRO 

5 Jun 2010 1:32 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

69 

DRUGS 

RTE 


Abundance 

2500000 

2000000 

1500000 

1000000 

500000 


TIC: 722169.D\dala.ms 



Time-> 2.00 2.60 3.00 3.50 4.00 4.50 6.00 5.50 6.00 6.50 7.00 7.60 8.00 8.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.664 

4883989 

100,00 

100.00 


722169.D 


Wed Jun 29 14:36:54 2011 


Page 1 


Folk OIG PRR 046231 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722169.D 
P,PIRO 

5 Jun 2010 1:32 


ASD 

69 

DRUGS 

RTF 


Search Libraries: 


PK# 


RT 


C:\Database\SLI,L 
C:\Database\NIST08,L 
C:\Database\PMW TOX2.L 


Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


Qual 


5.66 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 

80 

60 

40 

20 


Average of 5.690 to 5,891 mm.: 722169.D\data.iris {-) 

315 


230 


70 


116 


44 

, |j: 

84 

I il 1 ll 1 

M . 

1 ,U W 


140 


201 


^17; 


187 

.1 i 


216 

1 


258 


244 


272286 ^ 

rpfr 


329342356 


39140£ 


m/z-> "" Vo eo LeO , 100 leo 180 "S' 220 240 26 O 280 . 300 320 340 360 380 400 

Abundance 


80 

60 

40 

20 

0 


#148098; Oxycodone 


315 


230 


70 



115 140 201 


44 

1 

■■•p-rWr-rr 

84 98 

i .Li 


187 

161 , ll 

pxT-rjT-rxpn-rfp 

215 

258 

?r.] ^ 


rp 


' ' I ' 


m/ 2 -> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


722169,D 


Wed Jun 29 14:36:55 2011 


Page 


Folk OIG PRR 046232 
















Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q2-2010\System6\06 04 10\722171.D 

Operator ; 

P. PIRO 

Date Acquired : 

5 Jun 2010 1:57 

Sample Name : 

BLANK 

Submitted by : 

Vial Number ; 

2 

AcquisitionMeth: 

DRUGS 

Integrator 

RTE 


Abundance TfC: 722171.b\dala.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


722171,D Wed jun 29 14;37:02 2011 Page 1 


Folk_OIG_PRR_046233 




Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q2-2010\System6\06_04_10\722172,D 

Operator : P.PIRO 

Date Acquired : 5 Jun 2010 2:10 

Sample Name ; OXYCODONE STD 

Submitted by : 

Vial Number : 6 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Abundance TIC; 722172.0\dala.ms 



Ret, Time 

Area 

Area % 

Ratio % 


5,659 

2027758 

100.00 

100,00 



722172,D Wed Jun 29 14;37:06 2011 Page 1 


Folk^OIG PRR 046234 









Area Percent / Library Search Report 


Information from Data File; 

File Name 

F:\Q2-2010\System6\06 04 10\722172.D 

Operator 

P. PIRO 

Date Acquired 

5 Jun 2010 2:10 

Sample Name 

OXYCODONE STD 

Submitted by 
Vial Number 

6 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


1 5.66 C:\Database\NIST08.L 


Oxycodone 

000076--42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



722172.D Wed Jun 29 14:37:06 2011 Page 2 


Folk_OIG_PRR_046235 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722174,D 
P.PIRO 

5 Jun 2010 2:35 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 722174.D\dala.ms 



Ret» Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


722174.D Wed Jun 29 14:37:15 2011 Page 1 


Folk_OIG_PRR_046236 






Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q2~2010\System6\06_04__10\722175.D 

Operator : P,PIR0 

Date Acquired ; 5 Jun 2010 2i48 

Sample Name : 

Submitted by ; ASD 

Vial Number : 75 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 


TIC: 722175.D\dam,ms 


3000000 

2000000 

1000000 

0 



Time-> 2.00 2.50 3.00 3.50 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.50 6.00 8.50 9.00 9.60 


Ret. Time 


Area Area % Ratio % 


3,274 225849 3.46 3.70 
3,966 190981 2,93 3.12 
5.669 6112051 93.62 100.00 


722175.D Wed Jun 29 14;37:19 2011 Page 1 


Folk^OIG PRR 046237 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06__04_10\722175 .D 
P.PIRO 

5 Jun 2010 2:48 


ASD 
75 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 3.27 C:\Database\NIST08,L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

97 

n-Hexadeca noic 

acid 

000057-10-3 

93 


Abundance Average of 3.231 to 3.348 min.: 722176.D\data.ms (-) 



Abundance #102726: n-Hexadecanoic acid 



722175,D Wed Jun 29 14:37:19 2011 Page 2 


Folk OIG PRR 046238 
























Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q2-2010\System6\06_04_10\722175,D 

Operator : P,PIRO 

Date Acquired : 5 Jun 2Q10 2:48 

Sample Name : 

Submitted by : ASD 

Vial Number : 75 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 3.97 C:\Database\NIST08.L 

Octadecanoic acid 000057-11-4 99 

Octadecanoic acid 000057-11-4 99 


Octadecanoic acid 


000057-11-4 96 



Abundance #124660: Octadecanoic acid 



284 



280 300 320 


-ryr 

340 


722175.D Wed Jun 29 14:37:19 2011 Page 3 


Folk OIG PRR 046239 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\Systein6\06 04 

_10\722175.D 

Operator 

P. PIRO 


Date Acquired 

5 JUH 2010 2:48 


Sample Name 



Submitted by 

ASD 


Vial Number 

75 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries; C;\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: .80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


5,67 C:\Database\NIST08.L 



Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 5.616 to 5.823 min.: 722176.D\data.ms (-) 



60 

60 

40 

20 

0 

m/z-> 

Abundance 


al5 


230 


42 


70 


115 


98 


140 


201 
185 I 

'®<.-1 j 


Uiiiyyili 


yrrTrTT-rrry 

20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


268 

!, } 273 I 


341 367 405 42< 

yT-rrrj-r , -0 f w . .•p-rT-ry-n~rTjT 


#148099: Oxycodone 


m/z-> 



722175.D Wed Jan 29 14:37:20 2011 Page 4 


Folk_OIG_PRR 046240 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2 010\System6\06_04__10\722177 .D 
P. PIRO 

5 Jun 2010 3 [ 14 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 722177.D\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722177.D Wed Jun 29 14:37:26 2011 


Page 1 


Folk_OIG_PRR 046241 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2--2010\System6\06_04_10\722178.D 

Operator : P.PIRO 

Date Acquired : 5 Jun 2010 3:27 

Sample Name : 

Submitted by : ASD 

Vial Number : 78 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance tfC: 722178.D\dala.nis 



Ret, Time 

Area 

Area % 

Ratio % 

3.273 

137895 

2.28 

2.33 

5,669 

5916820 

97.72 

100,00 


722178.D Wed Jun 29 14:37:30 2011 Page 1 


Folk^OIG PRR 046242 










Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q2-2010\System6\06_04__10\722178.D 

Operator : P.PIRO 

Date Acquired : 5 Jun 2010 3:27 

Sample Name ; 

Submitted by : ASD 

Vial Number : 78 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality; 80 

C;\Database\PMW_TOX2,L 


PK# 

RT 

Library/ID 

CAStt 

Qual 

1 

3.27 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

99 



Pentadecanoic acid 

001002-84-2 

90 



722178.D Wed Jun 29 14:37:30 2011 Page 2 


Folk^OIG PRR 046243 












Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q2-2010\System6\06__04_10\722178 .D 
P*PIRO 

5 Jun 2010 3 t27 


ASD 

78 

DRUGS 

RTS 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_T0X2 * L 


PK# RT Library/ID 


CAS# Qual 


2 5.67 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 


Average of 5.616 to 5.860 min.: 722178.D\data.ms (-) 




fn/z--> 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


722178.D Wed dun 29 14:37:31 2011 Page 3 


Folk_OIG_PRR 046244 















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q2~2010\System6\06 04 10\722180.D 

Operator 

P. PIRO 

Date Acquired 

5 Jun 2010 3:52 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance TIC: 722186.b\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


722180.D Ned Jun 29 14:37:38 2011 


Page 1 


Folk_OIG_PRR 046245 













Area Percent / Library Search Report 


Information from Data File: 

File Name i F:\Q2-2010\System6\06_04_10\722181.D 

Operator : P.PIRO 

Date Acquired : 5 Jun 2010 4:05 

Sample Name : 

Submitted by : ASD 

Vial Number t 81 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 


TIC: 722181.0\da(a.fns 


2500000 

2000000 

1500000 

1000000 

600000 

0 - 



Time-> 2,00 2.50_ 3.00 _3,50 4^00 4.50 5.00__6,60 MO 6^50 7.00 ... ASO 8.00 8.50 9 .00 9.50 


Ret. Time 


Area Area % Ratio % 


3,268 154481 3.48 3,69 
3.966 106473 2.40 2.55 
5.664 4182133 94.13 100,00 


722181.D Wed Jun 29 14:37:42 2011 Page 1 


Folk^OIG PRR 046246 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q2~2010\System6\06_04__10\722181 ,D 

Operator : P.PIRO 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 81 

AcquisitionMeth; DRUGS 
Integrator : RTE 


^5Juil 2010 4 : 05 


Search Libraries: C;\Database\SLI.L Minimum Quality: 8 0 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


3.27 C:\Database\NIST08.L 
n-Hexadecanoic acid 
n-Hexadecanoic acid 
Octadecanoic acid 


000057-10-3 99 
000057-10-3 97 
000057-11-4 90 


Abundance 


80 

60 

40 

20 

0 


43 60 yp 


Average of 3.237 to 3.374 min.; 722181.D\data,ms (-) 


Jl 


m/z-> 40 

Abundance 




129 


85 97 






115 

I 

i I 

J 




266 


157 171-185 213 

T !■ I 1 Tl 227239 [ 


281 

"P 


■p 


T“ 


T" 


80 


60 


40 


20 


60 SO 100 120 .J.40 1^ 160_„?P0 240.__260 280 30p_320 340 

#102726: n-Hexadecanoic acid 

60 73 


368 

-TT-f 


43 


m/z*-> 


40 


60 


129 


85 




97 


115 




■p 




143 


171 185 


199 


213 

I 


256 


227 




- fV'l . I it - T-p S I'l 1 } 


239 


n“ 


nrj-T-T-rnry 


T"T 111^ 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 


722181.D Wed Jun 29 14:37:42 2011 Page 2 


Folk_OIG_PRR 046247 









Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q2-2010\System6\06_04_10\722181,D 

Operator : P.PIRO 

Date Acquired ; ^^Jun20^ 4:05 

Sample Name : 

Submitted by : ASD 

Vial Number : 81 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI»L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

3.97 

C:\Database\NIST08.L 





Octadecanoic acid 

000057-11-4 

99 



Octadecanoic acid 

000057-11-4 

99 



Octadecanoic acid 

000057-11-4 

95 



722181,D Wed Jun 29 14:37:43 2011 Page 3 


Folk^OIG PRR 046248 


















Area Percent / Library Search Report 


Information from Data Filer 


File Name 

P:\Q2-2010\System6\06 04 

10\722181.D 

Operator 

P,PIRO 


Date Acquired 

5 Jun 2010 4:05 


Sample Name 



Submitted by 

ASD 


Vial Number 

81 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality; 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 

3 5.66 C:\Database\NIST08.L 



Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 


Abundance 

80 

60 


40 

20 


42 

l! 


70 




Average of 5.616 to 5.828 min.; 722181.D\data.ms (-) 

315 


230 


115 


98 


m 


. ^ 201 
140 

185 


258 

I 


282 


341357 377 


461 


} "i j ' T i M ' i yi l ' i iy ri ' rry i' Y rri ' r'i 'i 'f 'i r i riIV ' Y 'rT"‘| rx t "r T-i-i“T" rT [ 1 ^ i i ‘i~ Tr ' ri } i t' n i 1 1 i i n '" j '~rrT~ ryr T- n r p m i | i rrr y T i i i I'm i j i 

m/z-’> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 


Abundance 


80 


60 


40 


20 


0 


44 


70 


JU 


115 140 


98 


161 


#148098: Oxycodone 


201 


185 


3i5 


230 


258 


I,,11| I' Lf t- v r r, (' I t t-i 


rjTH-TXp 




rp 


rjm I I I I I 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 


722181.D Wed Jun 29 14:37:43 2011 Page 4 


Folk_OIG_PRR 046249 







Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data Filer 

F: \Q2-2 010\System6\06__04__10\722183 .D 
P.PIRO 

5 Jun 2010 4 r30 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIG: 72218lD\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


722183.D 


Wed Jun 29 14:38:07 2011 Page 1 


Folk_OIG_PRR 046250 

















Area Percent / Library Search Report 


Information from Data File: 


File Name ; F:\Q2-2010\System6\06_04_l0\722184,D 

Operator : P.PIRO 

Date Acquired : 5 Jun 2010 4:43 

Sample Name : 

Submitted by : ASD 

Vial Number : 84 

AcquisitionMeth: DRUGS 
Integrator : RTE 

Abundance TfC; 722184.D\dala,rT)s 


Abundance TfC; 722184.D\dala,rT)s 



Ret. Time 

Area 

Area % 

Ratio % 

5.669 

5526699 

100.00 

100.00 


722184,D Wed Jun 29 14:38:10 2011 Page 1 


Folk_OIG_PRR_046251 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722184.D 

P.PIRO 

5 Jun 2010 4:43 


ASD 

84 

DRUGS 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW T0X2.L 

Minimum Quality; 80 
Minimum Quality; 80 

PKtt 

RT 

Library/ID 

CAS# Qual 

1 

5.67 

C:\Database\NIST08.L 

Oxycodone 

Oxycodone 
. Oxycodone 

000076-42-6 99 
000076-42-6 99 
000076-42-6 99 



m/z--> 40 60 80 100 120 140J60 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


722184.D Wed Jun 29 14:38:10 2011 


Page 2 


Folk_OIG_PRR 046252 










Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\System6\06_04_10\722186,D 
P^PIRO 

5 Jun 2010 5:08 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS^^* 


722186.D Wed Jun 29 14:38:15 2011 


Page 1 


Folk_OIG_PRR_046253 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722187.D 

P.PIRO 

5 Jun 2010 5:21 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

87 

DRUGS 

RTE 


Abundance 

1500000 

1000000 

500000 


TIC; 722167.D\data.ms 


5.^ 

^59 

*"l F 1 1 f*l 1 ^ < i'-tVt'I I ) 1~r'T < y 1 1"T~T "t 1 < j 1 1 1 i ! 1 

^ 1.-TTI 1 ii ) F rT"r~vt ■; > 1 1 i-T'ri'rtn 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.60 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5,659 

2702477 

100.00 

100.00 


722187.D 


Wed Jun 29 14:38:19 2011 


Page 1 


Folk_OIG_PRR_046254 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F: \Q2’-2010\System6\06_04_10\722187 .D 
P.PIRO 

5 Jun 2010 5:21 


ASD 

87 

DRUGS 

RTE 


Search Libraries; 


C:\Database\SLI*L 
C;\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# RT Library/ID 

CAS# 

Qual 

1 5.66 C:\Database\NIST08.L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 


Average of 5.611 to 5.807 min.: 722187,0\ciata.rr»s (-) 

3i5 


230 


42 


70 


m/z-> 


^TJTT 

20 


115 


98 




140 


201 


klSilii 


258 

I 


rfir 


,282 


341 


405 429 449 47< 


rj Ti i"r| Ti ry^ T ] | i ' T 11 "|“ | | t f rrn j n n p- m } I | > I j H n j TT- rrp < n"p n i f < i 11 p 

60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


Abundance 


#148099: Oxycodone 


m/Z“-> 



722187.D Wed Jun 29 14:38:19 2011 Page 2 


Folk_OIG_PRR 046255 









Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q2-2010\System6\06 04 10\722189.D 

Operator 

P.PIRO 

Date Acquired 

5 Jun 2010 5:46 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance tiC; 722189.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


722189.D Wed Jun 29 14:38:31 2011 


Page 1 


Folk_OIG_PRR 046256 











Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2"2 010\System6\06_04__10\722190,D 
P. PIRO 

5 Jun 2010 5:59 


ASD 

90 

DRUGS 

RTE 


Abundance 


TIC: 722190.O\data.ms 
5^64 


2000000 

1600000 

1000000 

600000 


0 


rTr-r-r^p 


-p 




-p 


"P 


"T 






rp 


T" 




Time-> 2.00 2.50 3.00 3.50 4.00 4.50 6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret, Time 

Area 

Area % 

Ratio % 

5.664 

3891409 

100.00 

100.00 


722190.D Wed Jun 29 14:38:35 2011 Page 1 


Folk_OIG_PRR 046257 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2~2010\System6\06_04_10\722190.D 

Operator : P.PIRO 

Date Acquired : 5 Jun 2010 5:59 

Sample Name : 

Submitted by : ASD 

Vial Number : 90 

AcquisitionMeth: DRUGS 
Integrator i RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TQX2.L 

PK# RT Library/ID 


1 5.66 C;\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


CAS# Qual 




722190.D Wed Jun 29 14:38:35 2011 Page 2 

Folk^OIG PRR 046258 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

Fr\Q2-2010\System6\06_04_10\722192.D 
P.PIHO 

5 Jun 2010 6:25 

BLANK 

2 

DRUGS 

RTF 


Abundance TfC: 722192.D\data.ms 



Ret, Time 


Area Area % Ratio % 


*^*NO INTEGRATED PEAKS*** 


722192.D Wed Jun 29 14:38:42 2011 Page 1 


Folk OIG PRR 046259 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722193.D 
P,PIRO 

5 Jun 2010 6:37 

OXYCODONE STD 

6 

DRUGS 

RTE 


Abundance 

I 

10000001 


500000 


0 i-j-r-T-r"rj'''p i h i [ t i f i | p i i i , ■ j-i'^ pi i i i | i t i i j f pT -T-T-T -p - p - v r-T-1 i i m > ' | i < < i j i n i t j i i rT"p r T T-T-] 

Time-->._2^00__2,50 3.00 3,50 4.50 5.00 5. 50 6.0 0 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.659 

2014137 

100.00 

100.00 


TIC; 722193:b\dala.ms 

5459 


722193,D 


Wed Jun 29 14:38:46 2011 


Page 1 


Folk OIG PRR 046260 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMe t h; 
Integrator 


Data File: 

F: \Q2-2010\System6\06__04_10\722193 .D 
P*PIRO 

5 Jun 2010 6:37 

OXYCODONE STD 

6 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5,66 

C:\Database\NIST08,L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 



722193.D Wed Jun 29 14:38:47 2011 Page 2 


Folk OlG_PRR_046261 








